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Thank you for choosing thw Korg MC*01 microphone. This hyper- 
cardioid mike was specially designed for use with the Korg VC'10 
Vocorder. Please read the following instructions carefully before use. 

FMtum 

1 . This dynamic microphone has excellent sound quality and durabi* 
lity- 

2. Hyper-cardioid dlrectionahty means resistance to ambient noise and 
howling; the desired sound is picked up clearly. 

3* The efficient built-in wind screen guards against breathing noise and 

wind noise. 
4. The gooseneck stand allows fantasy positioning of the microphone. 

Operation. 

1. Plug into the base on the Korg VC-10 Vocordcr (base type 21R-3A) 

and tighten the locking nut 
2* Bend the gooseneck stand to a suitable position. 

3. Keep within 30cm of the mike for best results* This microphone 
has wide flat frequency response and is highly resistant to nosie 
and howling. 

Caution. 

1. Do not blow into the mike or lap on the windscreen. 

2. Keep the microphone away from magnetic fields and high humkf- 
ity. Store it carefully when not in use. 

3. Do not try to take the mike apart. It will not give optimum per- 
formance after being put back together. 



Wie Mocrnen uns bei dieser Gelegenheit dafur bedanken, daft Sle sich 
(Or das Mikrofon Konj \ir ui entschieden haben. Dieses Mikrofon mit 

Super-Nierenfltchtcharakteristik wurde speziell fiir die Verwendung 
mit dem Vocoder Korg VC-10 konitrulert. Bitte losen Sie diese Be* 
dienungsanJehung oufmorksem durch. bevor Sie Ihr neuos Mtkrofon In 
Betrteb nehmen. 

Mark male 

1* Dieses dynamische Mikrofon zeichnet sich durch ausgezeichnete 
Klangqualitat und HaKbarkeit ous. 

2. Super-Nieren-Richicharakterrstik bedeutet, da 8 dieses Mikiofon 
Umgebungsgerausthe ntchl aufnimmt und auch Heutperausche 
(akusiische Ruckkopplungt vermeidet. sodaB t\w die gewunschten 
Musikinformatronen aufgonommen werden. 

3. Der emgebaute, wirksarne Windschut* unterdruckt Wind- und 
Aimungsgerausche* 

4. Der Mtkrofonauslegnr ermoghcht belieb>ge Posit ionierung des 
Mikrofons, so daB immer nur die gewunschten Sign ale aufgenom* 
men warden. 

Bedienung 

1. An den Vocoder Korg VC-10 anschlieGen (Socket 21R-3A] und 
die Sicherungsmuuer feunehen. 

2. Den Mikrofonausleger tn die gewimsxhte Position btegen. 

3. Fur optimale Ergebnrtsa. einen Abstand von etwa 20 cm /urn 
Mikrofon elnhalten. Dioiei Mikrolon weist linearen 
Frequenzgang iiber eirten groBen Ffequenzbereich out und hat 
hohen Widtrstand gognn unerwumchte Nebengerauwhe und akus 
tische Ruckkopplung (HeulgerbuscheK 

Vorsicht: 

f, Nemais in das Mikrofon blaten und euch nicht gegen den Wind- 
schut zen* 

2, Das Mikrofon von storken Magnefeklern entfern halten und ubtr- 
maBige Feuchtigkeit vormeiden. 

3. Das Mikrofon niemal* zeriegen. Das Lcrstungsvermogen krjnnte 
beelntrftchtigt warden, wenn das Mikrofon zerlegt und wteder 
zusammengebaut wird. 



Nous vous remergions d'avoir choiii le microphone Korg MC-OK Ce 
microphone hyper-eardioide a &l6 spiciatment conr;u pour #tre utilis* 
avec le Vocodeur Korg VC-10. Veuillez lire attentivement les instruc- 
tions suivantes avant de s'cn servir. 

CeraclArtsiiques 

I. Ce microphone *iectrodynamique per/net de Uansmettre une rare 
quality sonore qui ne change pas avec le temps. 

2* La directionality par hyper-cardiolde se traduit par une grande 
resistance au bruit d'ambiance et au hurlemenl tandis que les si- 
gnaux vouJus sont capfes avec une excellent* definition sonore. 

3. L'6cron Daro-vent 3 haute efficacitd coupe syst^maliquement Tes 
bruits de souffle et celui du vent* 

4. Le pied depone assure un posit Ion nement rapide et precis du 
microphone. 

Fonctionnetnent 

1. Raccorder te microphone dans la prise du Vocodeur Korg VC^IO 
privue a cet effet Uype de culot 21R-3A) et senct I'icfou de 
blocdge* 

2. Ropher le pied flexible pour obtenir.la position de travail lo plus 
commode. 

3. Parler A environ 20 cm du microphone pour obtenir un rtsultat 
optimum. Ce microphone assure le passage d'une bande de fre- 
quence dtendue tout en affirmant une excellente resistance au 
bruit et au hurlement. 

Attention 

1. Ne pas souffler dans le microphone ou frapper le pere-vent. 

2. Eloigner le microphone de lout champ magnAtique et ne pas le 
placer dann un endroit ou I'humidiiA ftsl Alevtfe. Le ranger minu* 
tieusement quand II ne sert pas. 

3. Ne pas chercher A dtmonter le microphone. II n'est pas sur que des 
performances optimales soiont o»ur6cs aprAs remontogc. 
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MC4J1 Specification* 

Type 

Directional ventitivltv 

Output impedance 
Sensitivity (OdBMV/ubnr) 
Weight 



Dynamic hyptncardioid 

*pipr to po'ar diagiam and direct*onnl 

wniitwiiy graph. 
600ohmt30%t«t 1000Hz) 
■Mi: i3dB (at IOOOH7) 
About 450g 



MC-01 TechnochoDaton 
Pnrtzip 

Richtcharekterimk 

AbichluQimpedanr 
Empfmdlichkett 
(OdB-1V/pBor) 
Gemthl 



Oynomrichci Mikrolon mit 
SuperNieren-RichlcharakTtristik 
Siehc Polardiagramm und 
Rfthtempfindhchkeittkennlinien 
600Ynm t30%<b«i I.OOOH1, 

-78dB <3dB Ibei 1.000Hz) 
ca.450g 



Sp*afk*tion*duMC01 
Type 

Seniibnite* dir&chonnelle 

Impedance do some 
Semibilite (OdB-IV/Mbnrl 
Po»d* 



Microphone e^ectrodynwnique hyper* 

cardioide 

Contulttf lo diagramm* poiaire. 

directtonnol ei le graphtque do son lib Mit* 

600 ohrm OOWa 1000Hz| 

-78dB t3dB (A 1000Hz) 

Environ 450gr. 
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Diagrarrunc pa la ire 
fiq-2 Polardiagram 



Midrange reiponie has been ddjutted to obtain hyper -cardkiidchar&c- 
tertititt. Note the exceptional performance ot 120* . High tMittance 
10 howling emu re* clear tound with minimum noite, 

t>er Mittelbereich wurde to eingetieilt. doB SuperNieren-flichr 
charekteritfik ernelt wird Bearhirrn s»i» dec hervorragendo Leittungs 
vermpgen bet 120". Honor Wuferttanrj gegon Heulgcramche (nKu 
ttrtcha Ruckkopplung) itetlt opt ♦ male Mangqualttat mil minimalen 
Reuichitofungen ilcher h 

i .1 courbe de ropon*** cjes mo yen no* frequence* a ete ajuiia de telle 
torre que dot caractfrrsriquet hyper-cardioide to*cm obtenuei* Sa 
haul* ren&unci* «u huilement (ui confere cTtftCeJIentet earacteVisti- 
quo* dt CJptege avec un mtnimum de bruit 



